106     DOCKETED
DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2
F. Security, medical, emergency & fire protection plans
8503080329 Forwards Insp Repts 50-324/84-37 & 50-325/84-37 on 841210-13.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/14. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29284:169-29284:177.
-8503080337 Insp Repts 50-324/84-37 & 50-325/84-37 on 841210-13.NO violations or deviations noted.Major areas inspected:fire protection.
WISEMAN.G.R.,   CONLON.T.E.   Region   2,   Office   of   Director.   85/01/14.   7pp. 29284:171-29284:177.
8503070667 Discusses review of Rev 11-16 of emergency response plan. Plan continues to meet planning stds of 10CFR50.47{b) & 10CFR50,App E requirements. VERRELLI.D.M. Region 2, Office of Director. 85/02/05. UTLEY.E.E. Carolina Power & Light Co. 1p. 29265:053-29265:053.
8503150330 Rev 17 to emergency response plan.W/850301 Itr. HOWE.P.W., BOYER.L.E. Carolina Power & Light Co. 85/03/01. GRACE.J.N. Region 2, Office of Director. 50pp. 29370:271-29370:320.
8503050270 Forwards Rev 17 to emergency response plan & revs to plant emergency procedures listed on attachment.
HOWE.P.W. Carolina Power & Light Co. 85/03/05. GRACE.J.N. Region 2, Office of Director. 2pp. 29214:251-29214:359.
-8503050292 Revised emergency prccedures.including Rev 0 to PEP-04.6, "Radiological Emergency Kit Inventories", Rev 5 to PEP-04.1. "Record Keeping & Documentation," & Rev 3 to PEP-03.9.2, "First Aid." BOYER.LE. Carolina Power & Light Co. 85/02/26. 88pp. 29214:253-29214:340.
-8503050297 Rev 18 to "Emergency Response Plan Vol XIII Book 1." BOYER.LE. Carolina Power & Light Co. 85/02/26. 19pp. 29214:341-29214:359.
J. Insurance & indemnity information
8503120400 Forwards Amends 11 & 12 to indemnity Agreement B-71. BARHAM.C.D. Carolina Power & Light Co. 85/03/04. DINIT2.I. Assistant Director for State & Licensee Relations. 3pp. 29316:175-29316:177.
P. Operating license stage documents & correspondence
8503060384 Provides review of proposed lower limit of 1E-7 mCi/ml detection (LLD) for surveys of matl prior to release as nonradioactive matl.LLD values inappropriate. OLSHINSKI.J.A. Region 2, Office of Director. 85/02/04. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29250:306-29250:307.
8503060023 Summary of 850204 meeting w/util & Bechtel/SERCH re integrated scheduling plan & draft license amend.
GROTENHUIS.M.  Operating  Reactors  Branch  2.  85/02/12.  Operating  Reactors Branch 2. 3pp. 29263:359-29263:361.
8503130006 Forwards Amend 108 to License DPR-62 & safety evaluation. Amend revises Tech Spec Tables 3.3.5.2-1 & 4.3.5.2-1 & Tech Spec 3/4.6.6.4 to reflect requirements for drywell/ suppression chamber hydrogen & oxygen analyzers. GROTENHUIS.M.  Operating  Reactors  Branch 2. 85/02/20. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29362:105-29362:115.
-8503130011 Amend 108 to License DPR-62,revising Tech Spec Tables 3.3.5.2-1 & 4.3.5.2-1 & Tech Spec 3/4.6.6.4 to reflect requirements for drywell/suppression chamber hydrogen & oxygen analyzers. VASSALLO.D.B. Operating Reactors Branch 2. 85/02/20. 6pp. 29362:107-29362:112.
-8503130016 Safety evaluation supporting Amend 108 to License DPR-62.
*   Office  of  Nuclear  Reactor   Regulation,   Director.   85/02/20.  3pp.   29362:113-29362:115.
8503050520 Notification of time change for 850228 meeting w/util in Bethesda.MD to discuss integrated schedule for facility.
GROTENHUIS.M. Operating Reactors Branch 2. 85/02/25. DENTON.H.. EISENHUT.D., EDISON.G. NRC - No Detailed Affiliation Given. 2pp. 29243:352-29243:353.
8503050313 Suppls 841024 application for amends to Licenses DPR-62 & DPR-71 re primary containment air locks.Words "air lock door" inadvertently omitted from Tech Spec 3.6.1.3 Action a.1.Corrected Tech Spec Page 3/4 6-4 encl. CUTTER.A.B. Carolina Power & Light Co. 85/02/27. VASSALLO.D.B. Operating Reactors Branch 2.1p. 29208:083-29208:085.
-8503050317 Proposed Tech Specs re operation of primary containment air locks.
*  Carolina Power & Light Co. 85/02/27. 2pp. 29208:084-29208:085.
8503070143 Forwards response to NRC 850115 request for addl info re compliance w/ recombiner capability requirements contained in Generic Ltr 84-09.Mods performed on instrument air sys meet intent of all three criteria.
ZIMMERMAN.S.R. Carolina Power & Light Co. 85/03/01. VASSALLO.D.B. Operating Reactors Branch 2. 8pp. 29261:110-29261:117.
8503210438 Summary of 850215 meeting w/util & Pacific Northwest Labs re review of regulatory requirements.per NRC 850117 Itr.
GROTENHUIS.M. Operating  Reactors  Branch  2. 85/03/05.  Operating Reactors Branch 2. 6pp. 29479:175-29479:180.
8503220297 Forwards revised initial draft guidance re scaling factors for irradiated components.incorporating comments from NMSS. Original needs expressed in 840202 Itr satisfied & review terminated.W/o encl,
VASSALLO.D.B. Operating Reactors Branch 2, 85/03/05. UTLEY.E.E. Carolina Power & Light Co. 8pp. 29487:159-29487:166.
8503220320 Forwards safety evaluation addressing environ qualification of electrical equipment important to safety.Conclusions based on licensee 840323 & 1130 subrnit-tals & 850202 meeting listed.
VASSALLO.D.B. Operating Reactors Branch 2. 85/03/05. UTLEY.E.E. Carolina Power & Light Co. 3pp. 29487:123-29487:125.
-8503220325 Safety evaluation re environ qualification of electrical equipment important to safety.
*   Office  of  Nuclear   Reactor   Regulation,   Director.   85/03/05.  27pp.   29487:126-29487:152.
8503120107 Application to amend Licenses DPR-62 & DPR-71,authorizing Tech Spec mods to reflect new suppression pool temp monitoring sys to be installed on Unit 1 during upcoming refueling outage.Fee paid.
CUTTERAB. Carolina Power & Light Co. 85/03/06. VASSALLO.D.B. Operating Reactors Branch 2. 3pp. 29323:075-29323:098.
-8503120114 Proposed Tech Specs.reflecting new suppression pool temp monitoring sys to be installed on Unit 1 during upcoming refueling outage & miscellaneous changes to Unit 2.
* Carolina Power & Light Co. 85/03/06. 21pp. 29323:078-29323:098.
8503190550 Forwards info on shared emergency diesel generators.in response to NRC 850130 requestSwing diesel generator configuration not used.Four diesels w/sepa-rate emergency buses used.W/four oversize drawings.Aperture cards in PDR. ZIMMERMAN.S.R. Carolina Power & Light Co. 85/03/14. VASSALLO.D.B. Operating Reactors Branch 2. 10pp. 29411:144-29411:154.
8503270462 Provides schedule.per 841012 commitment.for evaluation of feedwater controller & benefits of rerouting reactor water cleanup sys piping.CRD return line will be cut & capped during Reload 4 outage.per NUREG-0619.
CUTTERAB. Carolina Power & Light Co. 85/03/22. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 29522:361-29522:362.
Q. Inspection reports, IE Bulletins & correspondence
8503010265 Informs of review of SALP Board results of periodic evaluation of facilities for Feb 1983 - Apr 1984.Util pleased w/Board recognition of efforts to improve performance.Increased rngt attention will continue.
UTLEY.E.E. Carolina Power & Light Co. 84/09/07. O'REILLY.J.P. Region 2, Office of Director. 1p. 29157:228-29157:228.
8503080329 Forwards Insp Repts 50-324/84-37 & 50-325/84-37 on 841210-13.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/14. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29284:169-29284:177.
-8503080337 Insp Repts 50-324/84-37 & 50-325/84-37 on 841210-13.No violations or deviations noted.Major areas inspected:fire protection.
WISEMAN.G.R.,   CONLON.T.E.   Region   2,   Office   of   Director.   85/01/14.   7pp. 29284:171-29284:177.
8503010149 Suppls response to IE Bulletin 83-07 re fraudulent products sold by Ray Miller.lnc.No Ray Miller matl has been supplied to util.
CUTTERAB. Carolina Power & Light Co. 85/01/31. O'REILLY.J.P. Region 2, Office of Director. 2pp. 29163:192-29163:193.
8503070248 Discusses proprietary review of insp repts.Util role in identifying matls considered proprietary emphasized.NRC will conduct independent proprietary review of each insp rept.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29267:176-29267:177.
8503040174 Ack receipt of 850130 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-324/84-31 & 50-325/84-31.
WALKER.R.D. Region 2, Office of Director. 85/02/13. UTLEY.E.E. Carolina Power & Light Co. 1p. 29193:180-29193:204.
-8503040182 Responds to NRC 841231 Itr re violations noted in Insp Repts 50-324/84-31 & 50-325/84-31.Corrective actions:special procedures established & performed to verify actuation valves & surveillance on control bldg air intake detectors. DIETZ.C.R. Carolina Power & Light Co. 85/01/30. O'REILLY.J.P. Region 2, Office of Director. 6pp. 29193:181-29193:186.
-8503040191 Forwards Insp Repts 50-324/84-31 & 50-325/84-31 on 841015- 1130 & notices of violation & deviation. OLSHINSKI.J.A. Region 2, Office of Director. 84/12/31. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29193:187-29193:204.
-8503040195 Notice of violation from insp on 841015-1130.
*  Region 2, Office of Director. 84/12/31. 2pp. 29193:189-29193:190.
-8503040200 Notice of deviation from insp on 841015-1130.
*  Region 2, Office of Director. 84/12/31. 1p. 29193:191-29193:191.
-8503040207 Insp Repts 50-324/84-31 & 50-325/84-31 on 841015-1130. Violation & deviation noted:inadequate logic functional test & mod acceptance test & deviation from FSAR safety analysis.
MYERS.D.O., GARNER.LW., HICKS.T.E. Region 2, Office of Director. 84/12/28, 13pp. 29193:192-29193:204.
8503060385 Ack receipt of 850125 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-324/84-34 & 50-325/84-34.
WALKER.R.D. Region 2, Office of Director. 85/02/13. UTLEY.E.E. Carolina Power & Light Co. 1p. 29250:290-29250:305.
-8503060394 Responds to NRC 841227 Itr re violations noted in Insp Repts 50-324/84-34 & 50-325/84-34.Corrective actions:util & GE demonstrated that cracks in 28-inch weld would have been detected.
DIETZ.C.R. Carolina Power & Light Co. 85/01/25. O'REILLY.J.P. Region 2, Office of Director. 4pp. 29250:291-29250:294.
-8503060401 Forwards Insp Repts 50-324/84-34 & 50-325/84-34 on 841113-16 & 20-21 & notice of violation.
OLSHINSKI.J.A. Region 2, Office of Director. 84/12/27. UTLEY.E.E. Carolina Power & Light Co. 2pp. 29250:295-29250:305.
-8503060408 Notice of violation from insp on 841113-16 & 20-21.
*  Region 2, Office of Director. 84/12/27. 2pp. 29250:297-29250:298.10-29407:111.ability Project. 85/01/23. 39pp. 29408:013-29408:051.
